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S-539 


© TRW Inc., 1968 


CALL US FOR OFF-THE-SHELF 
DELIVERY OF THESE IRC PARTS 



Carbon composition resistors 
Controls 


Power resistors 


Trimmers 

High-voltage resistors 
Dual diodes 


Fusing resistors 
BWH wirewound resistors 


Selector switches 


Resistor assortments 
Multi-range resistors 
Precision resistors 


Vinyl electrical tape 


IRC, Division of TRW Inc, 






STRIPTROL 


Newest, most convenient 
replacement system for 
side-by-side controls 


IRC’s new Striptrol system is a real 
time and money saver. With it, you 
can do shop replacement of most 
of the side-by-side strip controls 
used in leading color and black 
and white sets. 

Striptrol eliminates waiting for 
exact duplicates. Parts are easy to 
assemble. Low cost, too. 


JUST 3 PARTS... 



ADJUSTORS 

Out-the-front, out-the-rear, 
switch operating 
(color-coded) 


IRC NO. 

A1 

A2 

A3 


STYLE 

Out-the-front Adjustor 

Out-the-front Adjustor 
For Switch Operation 

Out-the-rear Adjustor 


' 'iwf ■ ■ '' '■ \\ >yj:\ -I.: 

ASSEMBLE QUICKLY... TO REPLACE MOST ST 



STRIPTROL COMPONENTS 


ELEMENTS 

different values and tapers 


BY RESISTANCE VALUE 

Ohms Stock No. 

Ohms Stock No. 

Ohms Stock No. 

Ohms Stock No. 

0* E0 

150 El 

250 E2 

500 E3 

500 E24R 

1000 E4 

3000 E5 

6000 E6 

10K E7 

15K E8 

25 K E9 

25K E25L 

50K E10 

60 K Ell 

100K E12 

100K E26L 

150K E13 

200K E14 

250K E15 

350K E16 

500K E17 

500K E27L 

750K E18 

1.0M E19 

1.5M E20 

1.5M E28L 

2.0M E21 

3.0M E22 

5.0M E23 


BY IRC STOCK NO. 


Stock No. Ohms 

Stock No. Ohms 

Stock No. Ohms 

Stock No. Ohms 

E0 * 

El 150 

E2 250 

E3 500 

E4 1000 

E5 3000 

E6 6000 

E7 10K 

E8 15 K 

E9 25K 

E10 50K 

Ell 60K 

E12 100K 

E13 150K 

E14 200K 

E15 250K 

E16 350K 

E17 500K 

El 8 750K 

El 9 1.0M 

E20 1.5M 

E21 2.0IV1 

E22 3.0IVI 

E23 5.0M 

E24R 500 

E25L 25K 

E26L 1Q0K 

E27L 500K 

E28L 1.5M 


*No Resistive Element, no terminals. 

Elements have linear taner fixrent whpro cnffiv lottor io ^ aa^a tn . i *_n - 












































TO REPLACE MOST STRIP CONTROLS 



IPONENTS 


HOUSINGS 


/ALUE 

ms 

Stock No. 

Ohms 

Stock No. 

3K 

E26L 

750K 

E18 

OK 

E13 

1.0M 

E19 

OK 

E14 

1.5M 

E20 

OK 

E15 

1.5M 

E28L 

OK 

E16 

2.0M 

E21 

OK 

E17 

3.0M 

E22 

OK 

E27L 

5.0M 

E23 

NO. 

< No. 

Ohms 

Stock No. 

Ohms 

5 

250 K 

E22 

3.0M 

6 

350K 

E23 

5.0M 

7 

500 K 

E24R 

500 

8 

750K 

E25L 

25K 

9 

1.0M 

E26L 

1Q0K 

0 

1.5M 

E27L 

500 K 

1 

2.0M 

E28L 

1.5M 


Vertical and horizontal 
mountings, 

some with power switches 


IRC 

NO. 

SECTIONS 

MOUNTING 

HI 

2 

Horizontal 

H2 

3 

Horizontal 

H3 

2 

Vertical 

H4 

3 

Vertical 

H5 

3 

Vertical—Long Leg 
—GC Switch 

H6 

3 

Vertical—Long Leg 
—WF Switch 

H7 

3 

Vertical—GC Switch 

H8 

3 

Vertical—WF Switch 


i No.: L—lefthand taper; R—righthand taper. 


2 LOW-COST DEALER ASSORT! 


Choose the one that best fits your service 
needs. Both include a sturdy, 12-drawer steel 
cabinet, dividers, pre-printed labels, and set¬ 
up instructions. Also includes Striptrol assem¬ 
bly instructions and replacement data. 



STARTER STOCK 
ASSORTMENT 38 

Includes a minimum stock of everything you need 
for good replacement coverage. Low initial cost. 


6 adjustors Al, A3 
3 adjustors A2 

1 housing HI, H2, H3 r H4, H5, 
H6, H7, H8 

3 elements E6, E7, Ell, E17, 
E19, E20, E21, E23 


1 element EO, El, E2, E3, E4, 

E5, E8, E9, E10, E12, 
E13, E14, E15, E16, 
E18, E22, E24R, E25L, 
E26L, E27L, E28L 


Dealer Net $26.20 




COMPREHENSIVE 
STOCK ASS0RTMEN1 

This larger inventory offers ve 
replacement coverage. Two 12- 

20 adjustors Al, A3 3 ele 

5 adjustors A2 

2 housings HI, H5, H6, H7, H8 
4 housings H2, H3 

6 housings H4 

6 elements E6, E7, Ell, E17, 

E19, E20, E21, E23 

Dealer Net $< 



































RIP CONTROLS 



HOUSINGS 


Vertical and horizontal 
mountings, 

some with power switches 


IRC 

NO. 

SECTIONS 

MOUNTING 

HI 

2 

Horizontal 

H2 

3 

Horizontal 

H3 

2 

Vertical 

H4 

3 

Vertical 

H5 

3 

Vertical—Long Leg 
—GC Switch 

H6 

3 

Vertical—Long Leg 
—WF Switch 

H7 

3 

Vertical—GC Switch 

H8 

3 

Vertical—WF Switch 




Choose the one that best fits your service 
needs. Both include a sturdy, 12-drawer steel 
cabinet, dividers, pre-printed labels, and set¬ 
up instructions. Also includes Striptrol assem¬ 
bly instructions and replacement data. 


STARTER STOCK 


ASSORTMENT 38 


Includes a minimum stock of everything you need 
for good replacement coverage. Low initial cost. 


6 adjustors Al, A3 
3 adjustors A2 

1 housing HI, H2 f H3 f H4,H5 f 
H6, H7, H8 

3 elements E6, E7, Ell, E17, 
E19, E20, E21, E23 


1 element EO, El, E2, E3, E4, 

E5, E8, E9, E10, E12, 
E13, E14, E15, E16, 
E18, E22, E24R, E25L, 
E26L, E27L, E28L 


Dealer Net $26.20 


K ASSORTMENT 39 


larger inventory offers versatility and wider 
nt coverage. Two 12-drawer cabinets. 


Al, A3 

5 adjustors A2 

2 housings HI, H5, H6, H7, H8 
housings H2, H3 

6 housings H4 

E7, Ell, E17, 
E20, E21, E23 


3 elements EO, El, E2, E3, E4, 

E5, E8, E9, E10, 

E12, E13, E14, E15, 

E16, E18, E22, E24R, 
E25L, E26L, E27L, E28L 


Dealer Net $64.90 








































TO REPLACE MOST STRIP CONTROLS 



IPONENTS 


HOUSINGS 


VALUE 

ims 

Stock No. 

Ohms 

Stock No. 

OK 

E26L 

750K 

E18 

iOK 

E13 

1.0M 

E19 

10 K 

E14 

1.5M 

E20 

iOK 

E15 

1.5IVI 

E28L 

iOK 

E16 

2.0M 

E21 

IOK 

E17 

3.0M 

E22 

IOK 

E27L 

5.0M 

E23 

NO. 

k No. 

Ohms 

Stock No. 

Ohms 

.5 

250 K 

E22 

3.0M 

6 

350K 

E23 

5.0M 

1 

500 K 

E24R 

500 

8 

750K 

E25L 

25K 

.9 

1.0M 

E26L 

100 K 

JO 

1.5M 

E27L 

500 K 

!1 

2.0M 

E28L 

1.5M 


Vertical and horizontal 
mountings, 

some with power switches 


IRC 

NO. 

SECTIONS 

MOUNTING 

HI 

2 

Horizontal 

H2 

3 

Horizontal 

H3 

2 

Vertical 

H4 

3 

Vertical 

H5 

3 

Vertical—Long Leg 
—GC Switch 

H6 

3 

Vertical—Long Leg 
—WF Switch 

H7 

3 

Vertical—GC Switch 

H8 

3 

Vertical—WF Switch 


< No.: L—lefthand taper; R—righthand taper. 


WE STOCK 


mm- 


Mi 

OF QUALITY 


■ I V: ■ 





























